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phantom votes in the national elections in Venezuela. 


Mugica added that the fact election observers were not in the room 
helped Smartmatic machines steal the election. 


This statement by Mugica was in August 2017. 


THIS DAY IN HISTORY 


SEPTEMBER 





The related Dominion equipment is used in North Carolina, Nevada, 
Georgia, Michigan, Arizona and Pennsylvania - key battleground states 
this year. 


According to Townhall, the Department of Homeland Security’s 
Cybersecurity and Infrastructure Security Agency (CISA) issued a 
Statement last week defending tł 
problem, however, is two of then ~ 
have been called into question - 
Smartmatic - sit on CISA. 




















Via Tracy Connors. 
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What are the odds that the CEO of Smartmatic admitted in a press 
conference in 2017 that their system allowed someone to create 1 million 


fantom votes in a Venezuelan election? 


100% 


Election Company: Venezuela Result was Tampered 
https://t.co/HfvcX2k0EO 


— Tracy (@TracyLConnors) November 17, 2020 


Antonio Mugica made these statements only three years ago. 
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Jim Hoft is the founder and editor of The Gateway Pundit, one of the top conservative news outlets in 
America. Jim was awarded the Reed Irvine Accuracy in Media Award in 2013 and is the proud recipient 
of the Breitbart Award for Excellence in Online Journalism from the Americans for Prosperity 
Foundation in May 2016. 
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